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9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160271 Proposes workshop on 900620-21 in King of Prussia.PA to promote better
understanding of NRC insp program.Proposed agenda,w/keynote speakers & outline
for breakout sessions encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. BURKHARDT.L Niagara
Mohawk Power Corp. 4pp. 53851:209-53851:212.

9005160188 Forwards Initial SALP Repts 50-220/89-99 & 50-410/89-99 for Mar 1989 -
Feb 1990.Meeting will be scheduled to discuss assessmentComments on
assessment.especially in functional areas rated Category 3,should be provided in 30
days.

MARTIN,T.T. Region 1, Ofc of the Director. 90/05/07. ENDRIES.J. Niagara Mohawk
Power Corp. 3pp. 53877:100-53877:141.

-9005160190 Initial SALP Repts 50-220/89-99 & 50-410/89-99 for Mar 1989 - Feb
1990.
* Region 1, Ofc of the Director. 90/05/07. 39pp. 53877:103-53877:141.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160069 Forwards Safety Insp Rept 50-220/90-16 on 900409-13.No violations
noted.

GALLO.R.M. Region 1, Ofc of the Director. 90/05/09. BURKHARDT.L Niagara
Mohawk Power Corp. 2pp. 53835:344-53835:358.

-9005160072 Insp Rept 50-220/90-16 on 900409-13.No violations noted. Major areas
inspected:overall   restart   power   ascension   test   program   including.administrative
controls.test procedure reviews & quality verification interfaces.
WINK,LJ., BLUMBERG.N. Region 1, Ofc of the Director. 90/05/08. 13pp. 53835:346-
53835:358.

9005160233 Responds to NRC 891127 request for info re root causes & corrective ac-
tions re duration of 125-volt dc project & cleanup of 1981 radwaste spill on Elevation
225 ftper Insp Rept 50-220/89-26.

BURKHARDT.L Niagara Mohawk Power Corp. 90/05/09. Document Control Branch
(Document Control Desk). 8pp. 53835:333-53835:340.

9005160273 Provides results of completed evaluation re min flow design concerns for
safety-related centrifugal pumps.per Bulletin 88-04.Safety-related pumps at plant have
adequate recirculation line capacities re damage from operation.
TERRY.C.D. Niagara Mohawk Power Corp. 90/05/09. Document Control Branch
(Document Control Desk). 4pp. 53854:044-53854:047.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170035 Responds to NRC 900410 Itr re violations noted in Insp Rept 50-220/89-
OS.Corrective actions:Surveillance Procedure N1-ISP-R-202-003 revised to include
calibr of 1 kW strip heaters & reload sys walkdowns revised.

BURKHARDT.L. Niagara Mohawk Power Corp. 90/05/10. Document Control Branch
(Document Control Desk). 5pp. 53856:001-53856:005.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-toShaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030280 "Annual Radiological Environ Operating Rept 1989." W/900427 Itr.
WILLIS,J.L Niagara Mohawk Power Corp. 89/12/31.165pp. 53720:140-53720:304.

9005040058 Forwards revised operating data rept for Feb 1990 for Nine Mile Point Unit
1,correcting typo on Line 18.

WILLIS.J.L Niagara Mohawk Power Corp. 90/04/25. Document Control Branch (Doc-
ument Control Desk). 1p. 53745:001-53745:002.

-9005040078 Monthly operating rept for Feb 1990 for Nine Mile Point Unit 1.
DAHLBERG.K. Niagara Mohawk Power Corp. 90/02/28.1p. 53745:002-53745:002.

9005160351 Monthly operating rept for Apr 1990 for Nine Mile Point Nuclear Station
Unit 1.W/900510 Itr.

DAHLBERG.K., WILLIS.J.L Niagara Mohawk Power Corp. 90/04/30. 14pp.
53835:265-53835:278.

S. Reportable occurrences, LERs & related correspondence

9005090079 LER 90-004-00:on 900331,reactor scram & reactor bldg emergency ventila-
tion sys actuation occurred.Caused by procedural deficiency.Reactor protection sys
reenergized & reactor scram reset.W/900430 Itr.

HELMSA, WILLIS.J.L. Niagara Mohawk Power Corp. 90/04/30. 6pp. 53754:040-
53754:045.

9005090180 Special repton 900419,detection Zone D-4166 not returned to functional
status within 14 days.Detection zone taken out of svc to prevent generating false
alarms while work was in progress.Zone restored to operable status on 900427.
WILLIS.J.L Niagara Mohawk Power Corp. 90/05/03. Document Control Branch (Doc-
ument Control Desk). 2pp. 53779:359-53779:360.

9005160153 LER 90-005-00:on 900407.ESF actuated.Caused by equipment design
problem in conjunction w/restricted work conditions. Cause of power loss identified &
fuse replaced.W/900507 Itr.

MOREY.R., WILLIS.J.L Niagara Mohawk Power Corp. 90/05/07. 6pp. 53864:026-
53864:031.

T. Hearing transcripts on non-antitrust matters

9005240182 Transcript of 900514 briefing in Rockville.MD re status of facility restartPp
1-107.Supporting documentation encl.
* Commissioners. 90/05/14. 144pp. 53923:096-53923:239.

V. Operator Examinations

9005080280 Clarifies 890810 Itr re acceptance stds applied to exam categories D-A
through C.

TERRY.C.D. Niagara Mohawk Power Corp. 90/05/04. Document Control Branch
(Document Control Desk). 1p. 53767:355-53767:355.
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F. Security, medical, emergency & fire protection plans

9005210274  Forwards  Safeguards Insp  Repts 50-223/90-02 &  70-0738/90-01   on
900410-13 & notice of violation.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/08. BEGHIAN.LE. Lowell, Univ.
of, Lowell, MA. 2pp. 53918:101-53918:111.

-9005210280 Matt Control & Accounting & Physical Security Insp Repts 50-223/90-02
& 70-0738/90-01 on 900410-13.Violations noted. Major areas inspected:shipping &
receiving,storage & internal controls/inventory & physical protection measures.
DELLA  RATTA.A.,  KEIMIG.R.R.  Region  1,  Ofc of the  Director. 90/05/03. 7pp.
53918:105-53918:111.

Q. Inspection reports, IE Bulletins & correspondence

9005210274 Forwards Safeguards  Insp  Repts 50-223/90-02  & 70-0738/90-01   on
900410-13 & notice of violation.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/08. BEGHIAN.LE. Lowell, Univ.
of, Lowell, MA. 2pp. 53918:101-53918:111.

-9005210277 Notice of violation from insp on 900410-13.Violation noted: seven SNM
bearing metal foils & one SNM bearing fission chamber not accounted for every 12
months & failure to perform leak tests on six Pu sources every 6 months.
* Region 1, Ofc of the Director. 90/05/08. 2pp. 53918:103-53918:104.

-9005210280 Matl Control & Accounting & Physical Security Insp Repts 50-223/90-02
& 70-0738/90-01 on 900410-13-Violations noted. Major areas inspected:shipping &
receiving.storage & internal controls.inventory & physical protection measures.
DELLA  RATTA.A.,  KEIMIG.R.R.  Region  1,  Ofc of the  Director. 90/05/03.  7pp.
53918:105-53918:111.
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Q. Inspection reports, IE Bulletins & correspondence

9004230531 Forwards "Decommissioning Final Rept & Termination Radiation Survey
Results," per order authorizing dismantling of facility & disposition of component parts
& results of final radiation survey.Review & scheduling of insp requested.
HEYMAN.I.M. California, Univ. of, Berkeley, CA. 90/04/16. ADAMS.A. Non-Power Re-
actors, Decommissioning & Environmental Proj. Dir.(891001 -900602). 1p. 53576:047-
53577:140.

W. Decommissioning Stage Documents & Correspondence

9004230531 Forwards "Decommissioning Final Rept & Termination Radiation Survey
Results," per order authorizing dismantling of facility & disposition of component parts
& results of final radiation survey.Review & scheduling of insp requested.
HEYMAN.I.M. California, Univ. of, Berkeley, CA. 90/04/16. ADAMS.A. Non-Power Re-
actors, Decommissioning & Environmental Proj. Dir.(891001-900602). 1p. 53576:047-
53577:140.

-9004230535 "Decommissioning Final Rept & Termination Radiation Survey Results."
* Biscraft Northeast, Inc. 90/04/30. 400pp. 53576:048-53577:140.
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